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MESSAGE  OF  THE  PRESIDENT. 


Richmond.  Va.,  February  20,  1863. 

To  the  Senate  and  House  of  Representatives: 

I  herewith  transmit  a  communication  from  tRe  Secretary  of  War, 
submitting  an  estimate  for  the  contingent  expenses  of  the  Adjutant 
and  Inspector  General's  office  for  the  period  ending  June  3t>,  1863. 

I  recommend  an  appropriation  of  the  amount  for  the  purpose  spe- 
cified. 

JEFFERSON  DAVIS. 


COMMUNICATION   FROM  THE  SECRETARY  OF  WAR. 


Confederate  States  of  America,  > 

War  Department,  \ 

Richmond,  Va.,  Feb.  19,  1863.  ) 

His  Excellency  The  President: 

Sir  :  I  ha*ve  the  honor  to  enclose  for  transmission  to  Congress  an 
estimate  of  funds  required  for  the  contingencies  of  the  Adjutant  and 
Inspector  General's  office  for  the  period  ending  June  30,  1863. 
Very  respectfully, 

Your  obedient  servant, 

•  JAMES  A.  SEDDON, 

Secretary  of  War. 


COMMUNICATION    FROM   THE  ADJUTANT  AND  INSPEC 

TOR  GENERAL. 


[  roPy.] 

Adjutant  \m>   Enspector  General's  Office,  t 

Richmond,  February  18,  1863.  } 

Hon.  Jam i  -  A.  Seddon,  Secretary  of  War: 

Sir  :    I  have  the  honor  to  transmit  herewith  an  estimate  of  funds  for 
the  contingencies  of  the  Adjutant  and  Inspector  General's  office  for  the 
fiscal  year  ending  June  3Uth,  1863. 
Very  respectfully. 

Your  obedient  servant, 
(Signed,)  S.  COOPER, 

Adjutant  and  Inspector  General, 
A  true  copy: 

Burton  N.  Harrison. 
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